OPEN AND INSPECT IMMEDIATELY 

QUESTIONS REGARDING THIS SHIPMENT SHOULD BE 
DIRECTED TO YOUR FISHER CUSTOMER SERVICE 
OFFICE WITHIN 7 DAYS 

at: 800 - 786 - 7000 
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PLEASE REFERENCE THE ORDER 

NUMBER SHOWN ABOVE IN ALL CORRESPONDENCE. 

RETURNS WILL NOT BE ACCEPTED 
WITHOUT PRIOR AUTHORIZATION. 

s 

O COMMONWEALTH OF MASS 

L STATE LABORATORY INST 

D 

T 305 SOUTH ST ROOM 208 

0 JAMAICA PLAIN MA 02130-3515 


ORDER SUMMARY DOCUMENT 


Fisher 

Scientific 


Visit the Fisher Web Site: fishersci.com 


8 

CUSTOMER PURCHASE ORDER NO. \ 

114(15 

DATE ORDERED 

1/09/12 

CUSTOMER REQUISITION/RELEASE NO. 

JAMES HAIGHT 

CALLER PHONE NO. 

(413)545-2607 

---- — .. 


S JAMES HANCHETT/- 1 

H MA DEPT OF PUBLIC HEALTH 

P AMHERST DRUG LABORATORY 
T ROOM N251 MORRILL I 637 N 
O AMHERST MA 01003-3515 



Folk OIG PRR 100777 















































































































